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‘‘Securo”’ Drift Plugs 
Soil Pipe Cement win) =61Kin, ID. 
It is made in sticks 


For repatring leaks, splits, sand holes, etc., on soll, water and gas pipes. 
“Securo” penetrates and closes up the finest crack, gets quickly and holds ; 
under all pressures. Turn Pins 
- Plumbers’ Paste Large—Medium—Small 

In Half-Pint Cans 


This paste makes it unnecessary to use soil or 
paper in wiping joints. 


Basin Plug 
Wrench 


For holding all sizes 
of Basin Plugs. 


Polished 


Closet Pipe 
Spud Wrench Holders 
For 1 inch and They prevent 
2 inch Souda and matring of pipes 
Nuts. nena suseng and 


ending. 
Used with vise 
or wrench; 2 sizes 


Boiler Repair Plugs OF se inch, 34 inch 


(With Fibre Packing) 
For Repairing Leaky Range Boilers 
No.1 & Inch diam. No.3 x inch diam. § 
No.2 % inch diam. No. 4 % Inch diam. 


BURNER 


FILLING 
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These cleaners are of the best steel wire, strong and flexible, and wil ie GASOLENE 
take the closest hends. SADLE yALvE 
No.0 | 8 ft. % inch spring No.3 265 ft. ¥% inch spring CON WIRE a 
No.1 15 ft. % inch spring No.4 60 ft. %& inch spring SS Ee 
No.2 26 ft. %& inch spring CONNECTING 
PIPE 
Water Closet Augers | 
| 
The spring is made of the best steel 
wire, and works through a casing of Repairs For Plumbers’ Furnaces 
heavy brass tubing. All Makes 
No.1 ; , Alr) 
No.2 6 fteepring Burners rivoms, Brass BALE 
" Coils: (with wires) Filling Screws Tees, Malleable 
Colls (without wires Gasoline Valves shields 9 ined 
Coil Cups : Handles, with Ears Top plates, Has"? 
Cofl Wires Handle Ears orights | 
Connecting Pipes Nuts, No. 1 , 
Nuts, No. 2 , 
Melting Pots 
Adjustable ~ g inch 
Pipe Holders 5 inch 
For holding Lead and Brass Work 
in all positions, while making Wiped 
Joints. : 
(3 parts as shown) 
le-Lipped 
ipi : dles—Steel—Doub 
Wiping Cloths Plumbers’ La “i 
them ready for instant use. a aa fi 3 inch 4 inch 
4 
f BENDING PINS—One or Both Ends Bent Wrenches 


BEST HERRINGBONE TICKING 
16 ply—Folded either way of grain. 


BEST MOLESKIN 
No Rough Edges. 


LINEN STRAPS. For oll Makes of Strap 
POT HOOKS. SCRATCH CLOTHS 
PINCH BARS—% x 20, % = 30 

= SAND PLUGS—1\ in., 1% 10+ 2 in. 
SHOE BLACKING (Large Size Box). 
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Send For Net Price Sheets 
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, _ Starbuck Caulking Tools and Cold Chisels ! 
a7, No, 1~—Yarning Iron, % in., 4in. blade. | No. 12—% in: Cold Chisel, 534 in. long, No. 24—Diamond Point, &% in. 
W”.No. 2—Long Regular Iron, % in., 34% in. No. 13—-¥ in. Stub Cold Chisel, 7 inf. long. No. 25—Regular, 1 in. 
- blade. No. 14—Stub Iron, % In. No. 26—Finishing, 1 In. 
‘No. 3—Regular Iron, % in., 2 in. blade. No. 15—Picking Out Chisel, & in, No. 27—1 in. Chisel, 8 in. long. 
No. 4—Finishing Iron % in. No. 16—S-Iron, % in. x 4 in, No. 28—-Long Bent Nose Iron, % in 
‘No Throat Iron, & in, No. 17—Long Yarning Iron, % in. No. 29—Long Curved Iron, % in, 
(INO. 6—Cold Chisel, 34 in. No. 18—¥% in. Brick Chisel, 18 in. long. No. 30—Spreading -& Cutting Iron, & In. 
‘No. 7—R. H, Offset Iron, % in, No. 19—Yarning Iron, \ in. Small Stub Iron, % in. (not illustrated), 
‘No. 8—L. H. Offset Iron, 4 in. No. 20—Hammer-Head hisel, 1 in. blade. Pocket Caulking Irons, in. x 4% in. long 
‘No. I~—Ceiling Iron, % in. x \ in. -_No. 21—Hammer Head Gouge, % in, (same shapes as large irons 
No 10—Spring Yarning Iro n No. 22—Cape Chisel 


. . a in. Nos. 1-6) 
long, No. 23—Half-Round Cape Chisel, 5 in. Nos. 1, 2, 3 


ha n, 1 6). ; 
ane 11—}s in. Cold Chisel, 335 tn, it 7, 8 and 14 made also in 
| n. 
Tools Are Ground for Inside and Outside Caulking 
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Shave Hooks 


x 
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: Asbestos Joint Runners Gaeese 
No. 1—For 2 to 4 in, Pipe. No. 3—For 6 to 10 in. Pipe. 

No. 2—¥or 4 to 6 in: Pipe. No: 4—#oe 10 £0 19 12: Pipe. Handles 


Larger sizes on application. 
JOINT RUNNER CLAMPS—Nos. 1, 2, 3, 4. 


AHA 


Starbuck Bending. Springs—114 inch—1]4 inch—2 inch 


pee ga mn 


yvith 4% in. thread. By screwing 
a 7% in. pipe, spring may be 

d We solicit your ‘‘PICK-UP’’ ORDERS for TOOLS, REPAIRS, etc. 
No order too small for our best attention. 


un any distance into Pipe. No 
Send For Net Price Sheet ; 
| 1928 


Op end to twist out of shape, 
e 
] : 


Bending Springs 
Billings Type 
114 inch 134 inch 2 inch 
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